TABLE IV-1
CRITERIA FOR APPLICABILITY TO ENVIRONMENTAL CONTROL TECHNOLOGY

CATEGORY

APPLICABLE

MAJOR FACILITIES

PROCESS DESIGN

RESEARCH,  ANALYSES AND
STUDIES

ASSESSMENTS

PROCESS STREAM SAMPLING
AND ANALYSIS

TRAINING PROGRAMS,
SEMINARS,   ETC.

RD&D

ENVIRONMENTAL IMPACT
MITIGATION

DIRECTLY OR INDIRECTLY
NECESSARY TO CONTROL
ENVIRONMENTAL IMPACT

PARTIALLY OR DIRECTLY
RELATED TO DETERMINING
THE NEED FOR NEW OR AD-
DITIONAL ENVIRONMENTAL
CONTROLS

EVALUATE OR DETERMINE
THE EFFECTIVENESS AND
PERFORMANCE OF EXISTING
OR ANTICIPATED ENVIRON-
MENTAL CONTROL PROVISIONS

RELATED TO ENVIRON-
MENTAL CONTROL

NOT APPLICABLE

ENERGY PRODUCTION OPERATIONAL
FACILITIES (e.g.,   POWER STATIONS
AND OFFICE SPACE)

ASSOCIATED SOLELY WITH PROCESS
OPERATIONS AND RELIABILITY

DO NOT IMPACT THE ENVIRONMENT

TO EVALUATE THE CHARACTERISTICS
OF A PROCESS THAT DOES NOT
IMPACT THE ENVIRONMENT

ROUTINE OPERATIONAL MONITORING

FOR ENERGY DEVELOPMENT THAT
IS NOT COINCIDENT WITH ENVIRON-
MENTAL CONTROL TECHNOLOGYed tabular format was
